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A PROMISE KEPT 

by Dari Bailey 

In 1996, Dan Bailey was diagnosed with an extremely rare type of malignant lymphoma. 
Neither standard treatments nor holistic interventions had a major, lasting impact on the 
disease’s progress. Then Dan and his wife, Jennifer, followed intuitive guidance and attended 
a GATEWAY VOYAGE® in 1998. Dan continued to use Hemi-Sync® intensively following the 
VOYAGE and also requested healing support from the Institute’s Dolphin Energy Club. On 
January 19, 1999, he shared the outcome in this e-mail message. 

I have to say that this is the happiest day in our lives since August 8, 1996. Let me explain 
before I tell you the results. The cancer I was diagnosed with, Waldenstrom’s 
macroglobulinemia, causes the affected lymphocytes to produce an excessive amount of an 
antibody known as IgM. The abnormal antibody production can make blood literally too thick to 
flow properly, along with many other symptoms. Medical science has only two ways to bring 
IgM levels down: plasmapheresis (a temporary fix by filtering the blood) or chemotherapy. 
Here’s a quick rundown of my IgM counts for the last two and a half years. A normal count 
would be in the 40-230 mg/di range. August 8, 1996—5,700 (my diagnosis day). 

• September 1996—7,100 (down to 5,000 after a plasmapheresis). October 1996—7,400 
(back down to 5,000 after a plasmapheresis). November 1996—5,500 (started 
chemotherapy). 

• February 1997—2,400 (after chemotherapy). 

• March through December 1997— 2,600, 2,800, 3,000 (steady increase). 

• March 1998—3,400. September/October 1998—3,850. November 1998— GA TEW A Y 
VOYAGE. 

• December 1998/January 1999—Dolphin Energy Club (DEC) tape, DEC members 
sending me energy, visits to the Focus 27 Healing and Regeneration Center, and no 
changes in the foods or herbs I’ve been taking. 

Of course, I wanted to be completely cured but—as I was driving to get the results today—I 
hoped for at least a 100 or 200 mg/dl drop, just a little change to show that at least something 
was working. 

• January 19, 1999—1,457. 

That’s a 2,400 difference! The lowest since I was diagnosed! In the medical world this does not 
happen without chemotherapy. IgMs just don’t decrease by themselves. In my case, even the 
chemo couldn’t get it down that far. All my other tests—CBC, other counts, and viscosity—are 



normal. I can live with 1,457, but we will work on getting the IgMs to normal. The doctors and 
nurses in Charlotte, North Carolina, are in shock right now. It is completely unheard of for 
counts to drop 2,400 points without chemotherapy! 

Jennifer, David (my son), and I are also in shock. Lots of happy tears have been flowing. I am 
so elated, I’m in a daze. I don’t know what to say. I knew something was happening but I really 
was not expecting this. I am so happy. I feel so free. It’s like this door has been opened for us. 

I feel like we have been given brand new lives. 

I want to thank you all and all the DEC members. Thanks to everyone for their love, caring, 
and taking the time to send us energy. I guess the biggest shock is that this is what my guide 
told me was going to happen when he sent me to The Monroe Institute. He said it would 
happen, and now that it has, it’s awesome. I am also glad because this will give hope to others 
by showing that the TMI residential courses, the tapes, the concepts, DEC, and my own 
energy dolphin do work! 
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